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Message Text 



UNCLASSIFIED 

PAGE 01 KUWAIT 04900 150756Z 
17 

ACTION NEA-10 

INFO OCT-01 ISO-OO EB-07 RSC-01 /019W 

116892 

R 150429Z NOV 74 
FM AMEMBASSY KUWAIT 
TO SECSTATE WASHDC 1498 
INFO USDOC WASHDC 

UNCLAS KUWAIT 4900 

FROM PAGANELLI EMBASSY DOHA 

EO 11652: NA 
TAGS: BEXP QA 

SUB J : QATAR 600 MW POWER FACILITY 
REF : KUWAIT 4467 

1. REFTEL ADVISED THAT UK FIRM KENNEDY AND DONKIN CHOSEN AS 
CONSULTANTS FOR 600 MW UMM SAID POWER PROJECT. WE INFORMED 
BY GOQ INDUSTRIAL DEVELOPMENT TECHNICAL CENTER (IDTC) THAT 
SPECIFICATIONS FOR FIRST STAGE OF PROJECT (200 MW) SHOULD BE 
COMPLETED IN ONE MONTH. STEAM TURBINES WILL BE USED INSTEAD OF 
GAS. 

2. OFFICIAL AT IDTC HAS TOLD US THAT HE WOULD WELCOME EXPRESSIONS 
OF INTEREST FROM US MANUFACTURERS OF STEAM TURBINES. QUALIFIED 
FIRMS WILL RECEIVE INVITATIONS TO BID. INTERESTED COMPANIES 
SHOULD CONTACT DR SAID TALAAT, IDTC, PO BOX 2599, DOHA, QATAR; 
TELEX 4323 IDTC DH. 

STOLTZFUS 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 NOV 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974KUWAIT04900 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740330-0058 
From: KUWAIT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 974/newtext/tl 9741 140/aaaabhwk. tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: KUWAIT 4467 
Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 OCT 2002 by maustmo; APPROVED <29-Oct-2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: QATAR 600 MW POWER FACILITY 
TAGS: BEXP, QA 
To: STATE 
Type: TE 
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